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Tlu‘  AE(;  has  ivsucd  a  to  the  Pacific  (ias  and  Electric  Oo.  loi  the  construction  of  a 

niulear  reactor  at  its  lluinlxrldt  Kay  power  plant  near  Eureka,  Calif. 

( ionstriu tion  id  the  reactor  is  scheduled  for  completion  in  March  19()li.  Initial  criticality 
is  expeded  to  be  achieved  in  June  1962.  Estimated  construction  cost  is  $19,500,000. 

A  scheme  of  pressure  suppression  containment  has  been  projjosed  for  the  Humboldt  Bay  unit. 
I  he  l)asi(  com|x>nents  ol  the  system  will  consist  ol  a  pressure-tight,  carbon  steel  vessel 
tailed  the  dry  well,  which  will  enclose  the  reactor  vessel  and  associated  piping  up  to  the 
lirst  valve  in  each  line  and  the  control  rod  drives. 

rhe  dry  well  will  be  sui rounded  by  another  pressure  container  constructed  of  reinforced 
concrete  and  lined  with  thin  steel  plate.  This  container,  known  as  the  suppression  chamber, 
will  be  partially  filled  with  water,  which  is  referred  tcj  as  the  su[)pression  fx)ol. 

The  dry  well  and  supprevsion  pcxd  are  dc'signcxl  to  function  in  the  event  of  any  failure 
cHcurring  to  reactcji  pressure  vessel  fittings  of  primary  system  piping  up  to  the  first  valve. 

Steam  or  saturated  water  from  the  break  would  flash  to  steam  and  fill  the  dry  well,  from 
which  it  woidd  be  vented  to  the  suppression  jxrol  where  it  would  condense. 

The  design  of  the  system  is  based  on  an  extensive  experimental  and  analytical  development 
program.  I  bis  program  included  small-scale  simulation  of  the  entire  pressure  suppression 
sNstein,  large-scale  steam  condensation  tests  and  a  full-scale  test  of  a  sector  of  the  pressure 
su|)pression  containment  system  of  the  Humboldt  design. 


Five  |M»wtT  companies  in  the  Pacific  Northwea  will  lonn  a  committee  to  study  purchasing 
powei  Irom  the  proposed  Peace  River  hyciroelec ti  ic  project  in  British  (iolumbia,  as  the  result 
ol  a  meeting  in  .Seattle  Oct.  6. 

.\  E.  (Irauer,  president  of  the  B.  (i.  Electric  (I;).,  t'X|)lainecl  the  j)rojett  at  a  meeting  attended 
b\  representatives  of  six  other  companies;  Puget  .Sound  Power  Is:  Eight,  Washington  Water 
Power,  Portlaticl  (ieneral  Electric,  Pacific  Power  Ik-  Eight,  Idaho  Power  and  .Montana  Power. 

■Ml  the  companies  will  be  represented  on  the  study  committee,  although  the  Idaho  and 
.Montana  utilities  will  send  oidy  “observers." 

(.ranei  declared  Peace  River  |x)wer  might  be  available  fc»i  export  for  |H‘ricKl.s  as  long  as  2.5 
Years,  which  is  longei  than  |)reviously  had  been  indicated  as  likely.  Iti  earlier  discussions 
HI  to  15  years  had  been  suggested  as  the  probable  length  of  the  period  during  which  the 
new  Biitish  ('.oinmbia  power  might  be  .ivailable  below  the  border. 


The  I'.  .S.  Supreme  (louri  denied  Enion  Ruial  Electiic  ,\ssn.  Inc.,  which  serves  a  suburban 
.iiea  noith  ol  Denvet,  ;i  review  ol  a  decision  the  RE.\  said  had  the  elfect  ol  decreeing  its 
destruction. 

1  he  RE.\'s  ;(ppeal  s;dcl  the  (ioloiado  (iourt  decision  denied  it  the  tight  to  l;ike  on  any  ttew 
customers  in  violation  of  clue  prexess  of  law. 

1  he  assex  iation,  a  federally  financed  eexeperative  incoi  pot  ated  in  I9.SS,  also  said  the  decision 
granted  an  area  franchise  to  Public  .Service  Eo.  of  (ioloratlo  and  ('.oloraclo  (ientral  Power  Eo., 
tints  “overriding  the  territorv"  served  by  the  assexiation. 

Public  Service  Eo.  ol  Eolorado  in  a  reply  briel  denied  the  eflect  of  the  decision  would  be 
to  lorce  the  assexiation  out  of  business.  Ehe  briel  said  the  assexiation  may  make  ap|)litation 
lor  luture  extension  of  facilities  and  submit  prextf  that  new  service  is  needed  by  the  public. 
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What's  Going  on  in  PCEA 
Eleventh  in  a  Series 


Farmers 
Lead  the 
Nation 


W  cslt-ni  t’arni>  arc  the  must  electrified  iti  the  nati»»n.  Ifach 
year  they  are  j*:ru\\in^'  more  so  as  the  western  farmer.',  rely  more 
ami  imtre  on  lal)or-sa\ inj^  electrical  e(|niitinent  to  achieve  hij3;^h 
production  at  low  cost,  foday  western  fanners  lead  the  nation 
with  an  averaj^e  usaj^e  <»f  more  than  .^I).(KK)  kilowatt-hours  a 
year — inan\  times  the  national  a\era^e. 

Helping  the  fanner  to  make  the  best  and  ino>t  economical 
use  of  electricity  has  been  a  lonj^  and  c< •ntinninji'  scr\ icc  of  the 
Afi^ricnltnral  Electrification  Committee  of  the  1‘CICA.  In  the 
forthccnniii”'  Ihisiness  Development  C'onference.  the  C«*inniittee 
comprised  of  l‘C-l‘'.\  members  and  dealer.s  who  .sell  and  service 
elt‘Ctrically-oi)erated  farm  e(jnii)ment  will  formulate  the  follow in*^; 
promotional  proj^ram  for  l‘)td. 

1.  Full  FARM  POWER  wiring  for  the  efficient  electrified  farm. 

2.  Protection  for  3-phase  motors  with  adequate  time-delay,  thermal-type 
fuses  or  overload  relays  to  help  check  motor  failure  and  “burn-outs”. 

3.  Production  and  distribution  of  sales  literature  and  promotion  of 
demonstration  selling  for  new  and  advanced  types  of  electric  farm 
equipment. 


RUSSELL  SALING 
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PACIFIC  COAST  ELECTRICAL  ASSOCIATION 
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The  assiKiation's  appeal  that  three  of  the  seven  (Colorado  Supreme  (lourt  justices  dissented 
and  attrihutc'd  the  majority  opinion  to  "lack  of  sympathy”  for  Ihiion  Rural  Electric  “from 
its  having  evolved  from  a  federally  sponsored  instrumentality.” 


riie  ((operative  applied  in  1955  to  the  Colorado  Public  Utilities  Commission  for  a  certifi¬ 
cate  to  serve  exclusively  the  rapidly  expanding  residential  area  north  of  Denver. 

Two  years  later  PUC  ruled  that  Union  REA  was  a  public  utility  and  entitled  to  legal  pro 
tection  ol  its  territories.  Public  Service  Co.  appealed  the  decision  to  the  Denver  District 
Court  which  upheld  the  PUC;  ruling.  Public  Service  then  appealed  to  the  Ckrlorado  .Suprtmie 
<k>urt  which  reversed  the  lower  court  a.s  well  as  the  PUC  decision.  Union  then  appealed  to  the 
U.  S.  Supreme  Court. 

l*rogress  at  Wells— 1  he  projjosed  Wells  Dam  on  the  (Columbia  River  will  have  an  initial 
installed  capacity  of  abO.IKK)  kw,  if  the  Douglas  Qjunty  PUD  accepts  the  recommendations  ol 
the  Bechtel  Corp.,  its  engineering  consultant  on  the  project. 

Earlier  proposals  were  lor  a  414,00()-kw  project  but  Bechtel  studies  indicate  that  the  dam 
could  be  constructed  to  a  greater  height  than  originally  was  believed  feasible.  Still 
another  8(),(MM)-kw  unit  could  l>e  added  during  the  preparation  of  final  detailed  design  or 
during  construction,  if  upstream  storage  now  under  consideration  becomes  a  reality. 

RcHiuirements  for  bidding  on  public  contracts  w'ill  be  strengthened  if  the  19bl  Washington 
State  l.egislature,  meeting  in  january,  follows  the  recommendations  of  .\ttorney  General  John 
j.  O  fainnell. 

.\n  investigation  (onducted  by  O’Otnnell  earlier  this  fall  turned  up  alrout  .SO  cases  in 
which  state  and  ItMal  agencies  appeared  to  have  been  the  victims  of  price  fixing  and  noncom¬ 
petitive  bidding,  said  the  state  official.  Most  of  the  cases  involved  purchases  of  large 
electrical  eejuipment  by  PUDs,  O'Gonnell  said. 

Information  developed  in  the  investigation  will  be  turned  over  to  the  federal  antitrust 
division,  the  attorney  general  indicated. 


.Montana  Power  Co.  charged  Oct.  27  that  competition  by  tax-subsidi/ed  public  |K)wer  pre¬ 
vented  it  from  supplying  electricity  to  the  proposed  new  steel  mill  in  Anaconda. 

J.  E.  Gorette,  president  of  the  utility,  said  that  the  company  offered  to  supply  jjower  but 
was  unable  to  meet  the  “subsidi/ed,  tax  free”  rate  of  the  Bonneville  Power  .Adminis¬ 
tration. 

Webb  &  Knapp  .Strategic  (lorp.,  builder  of  the  mill,  contracted  last  week  with  the  BP.A 
tor  the  power.  Gorette  said  that  Webb  Ifc  Knapp  will  pay  2.4  mills  |)er  kwh  for  Bonneville 
|M)wer,  less  than  the  8.6  mills  per  kwh  that  Montana  Power  pays  in  taxes. 

Gorette  said,  “.Montana  has  plenty  of  power  at  a  rate  that  is  among  the  lowest  industrial 
rates  in  the  country.”  He  said  that  before  Bonneville  entered  the  picture,  Montana  Power 
offered  a  rate  that  would  have  enabled  the  steel  mill  to  operate  at  a  “substantial  profit.” 

(iorette  said  that  if  Montana  Pow’er  had  built  the  power  plant  transmission  lines  and  sub¬ 
station  to  supply  120,()()()  kw  of  jmwer  to  the  steel  mill,  it  would  invest  more  than  $20 
million  and  pay  about  $  1 ,2(K),()(M)  a  year  in  taxes  on  the  property  and  business. 

Gorette  said  that  he  was  not  critici/.ing  W'ebb  !(:  Knap|>  for  buying  power  at  the  lowest 
|M>ssible  rates.  He  said  that  the  BP.A  rate  would  permit  Webb  &:  Knapp  to  increase  its  profit 
by  about  $.8,()(M),00()  annually. 

“Montana  Power  has  no  |)os.sibiIity  of  selling  power  to  Webb  &:  Knapp,”  Gorette  said,  “but 
we  continue  to  ccMtperate  in  every  reascmable  way  to  assist  the  steel  mill  location  at  .Ana¬ 
conda." 
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Merritt-Chapman  &  Scott  Cx>rj>.,  New  Yoik,  paid  $50,000  to  the  Grant  Cajunty,  Wash., 
treasury  Oct.  21  after  pleading  “nolo  contendere”  to  six  counts  of  a  nine-count  bribery  in¬ 
dictment  by  the  Grant  (bounty  grand  jury  returned  Sept.  15. 

The  indictment  alleged  that  MG&S,  prime  contractor  on  the  $98  million  Priest  Rapids  Dam 
project  being  built  for  the  PUD  on  the  Columbia  River,  attempted  to  influence  former  PUD 
Manager  Glenn  A.  Smothers  with  gifts  totaling  more  than  $6,591. 

Superior  Court  Judge  B.  J.  McLean  ruled  that  the  “no  contest”  plea  was  a  plea  of  guilty 
since  VV'ashington  laws  do  not  allow  for  a  “nolo  contendere”  motion.  Attorneys  for  MCScS  said 
the  firm  had  no  choice  but  to  accept  the  guilty  interpretation. 

maximum  fine  of  $10,000  was  possible  on  each  of  the  six  counts.  Judge  McLean  suspended 
the  fine  on  condition  the  corporation  pay  $50,01M)  to  the  county’s  current  ex|>ense  fund. 

The  last  of  The  Dalles  Dam’s  14  initially  authorized  78,000-kw  generating  units  began  pro 
ducing  power  for  the  Northwest  Power  Pool  Oct.  28.  The  14th  unit  gave  The  Dalles  Dam  an 
installed  generating  capacity  of  1,119,000  kw.  In  addition  to  the  14  main  units  at  the  (-orps 
of  Engineers  project  on  the  Ckrlumbia  River,  there  are  two  auxiliary  generators  with  13,500 
kw  capacity.  The  auxiliary  units  make  use  of  water  supply  passed  through  the  dam  for  fish- 
passage  facilities.  When  the  Columbia  Basin  main  control  plan  is  completed,  two  additional 
78,000-kw  units  may  be  added.  There  is  space  for  an  ultimate  installation  of  22  main  gener¬ 
ating  units. 

The  board  of  directors  of  Public  Service  Co.  of  New  Mexico  has  approved  construction  ex 
penditures  for  1961  of  more  than  $13  million,  or  about  $1  million  more  than  I960.  Largest 
single  item  approved  was  $5,800,000  to  be  used  for  the  first  year  of  construction  on  a 
74,000-kw  generating  unit  at  Reeves  station,  north  of  Albuquerque.  The  unit,  scheduleil  foi 
completion  in  1962,  is  the  third  at  the  station  and  will  increase  its  total  generating  capa¬ 
bility  to  174,000  kw. 

Expansion  of  Morro  Bay  |>ower  plant,  announced  last  April,  will  be  doubled  in  scope  because 
of  the  continuing  rise  in  electric  power  demand.  President  Norman  R.  Sutherland  of  Pacific 
Gas  and  Electric  Co.  said  recently.  Two  new  330,000-kw  generating  units  will  be  installed 
at  the  San  Luis  Obispo  County  plant  instead  of  one.  (Construction  work  on  the  first  of  the 
new  .Morro  Bay  units  will  be  started  this  winter  and  is  scheduled  for  completion  in  1962. 

The  second  will  be  jilaced  in  service  in  1963,  bringing  total  generating  capacity  to 
990,000  kw. 

Ken  Rehwaldt,  successlully  completing  a  productive  year  as  vice  presiilent.  Western  Region, 
for  National  Association  of  Electrical  Distributors,  w'as  re-electetl  to  continue  in  that  post 
until  next  June  after  the  national  convention.  This  step  was  occasioned  by  changes  in  the 
NAED  bylaws,  which  now  prescribe  election  of  vice  president  at  the  national  convention.  Pre¬ 
viously,  the  zone  made  the  election  at  its  annual  meeting.  This  leaves  a  six-month  gap  which 
the  Western  Region  felt  no  better  man  could  fill  than  Rehwaldt.  Under  the  new  bylaws  there 
is  also  to  be  a  zone  chairman  and  Stanley  Johns,  Electric  Corp.  of  lx)s  Angeles,  was  elected 
to  that  post  at  the  Las  Vegas  convention.  Rehwaldt  is  Los  Angeles  district  manager  of  (ieneral 
Electric  Supply. 

Don  E.  Rosenthal,  who  has  had  1 1  years  as  association  manager  with  the  Electrical  League 
of  New  York,  the  St.  Louis  Electrical  Board  of  Trade  and  previously  the  Nebraska-low'a  Ele< 
trical  Council  of  Omaha,  has  been  appointed  executive  director  of  the  Electrical  Maintenance 
Engineers  .\ssn.  of  California,  headquartered  in  Los  Angeles.  The  EM EA  has  grown  to  propor¬ 
tions,  declared  O.  D.  Land,  its  president,  where  it  requires  the  fidl-time  executive  to  guide 
it.  Rosenthal  is  a  past  president  of  International  Association  of  Electrical  Leagues. 

Next  tri-district  annual  meeting  of  National  Electrical  (amtractors  Assn,  for  the  Western 
states  will  be  held  at  Fairmont  Hotel  April  26-29,  San  Francisco,  and  Fred  Wider  of  Electric 
Construction  &  Maintenance  Co.  will  be  general  chairman  of  the  host  committee  of  San  Fran¬ 
cisco  Electrical  Orntractors  Assn.  The  meeting  will  bring  together  electrical  contractors 
from  District  6  (Oregon,  Washington,  Alaska  and  northern  Idaho),  District  8  (Montana,  Wyo¬ 
ming,  Utah,  southern  Idaho  and  Oilorado)  and  District  9  (California,  Nevada  and  Haw'aii). 
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Ill  a  surpriM.*  move  ot  gcMHi  fellowship  a  resolution  was  submitted  at  the  National  Electrical 
Contractors  Assn,  convention  on  its  final  day  by  District  6  relinquishing  Hawaii  to  District  9 
of  (California,  from  which  it  had  won  it  at  last  year's  convention  in  a  good-natured  battle, 
lais  Angeles  (Chapter  brought  a  delegation  of  five  Hawaiian  contractors  to  the  NECA  Las 
V'egas  convention  as  its  guests.  Its  aim,  Ray  Carey,  executive  vice  president,  declared,  was  the 
establishment  of  a  Hawaiian  branch  of  the  Los  Angeles  (Chapter.  Efforts  are  being  made  now  for 
a  Hawaiian  chapter  of  its  own. 

Keej)  government  out  of  your  business  as  much  as  possible,  the  national  convention  of 
NE(C.\  was  toUl  at  Las  Vegas  by  Leigh  Barrett  of  the  Corps  of  Engineers,  U.  S.  Army,  in  a 
frank  and  straightforward  talk  that  was  not  very  {xipularly  received.  NECCA  has  been  striving 
for  several  years  to  have  legislation  passed  setting  up  regulated  bidding  procedure  in  an 
effort  to  stop  bid  shopping  and  peddling.  Barrett  warned  that  this  would  require  more  bu¬ 
reaucracy  to  administer,  inspection  forces  and  supervisors  that  eventually  could  take  over 
running  of  electrical  construction  crews  by  the  government  once  the  ffiot  was  in  the  door. 

Virtually  a  command  to  get  out  and  sell  was  given  to  NECA  at  its  convention  by  (iordon 
Freeman,  president  of  IBEVV,  on  the  final  day.  Now  restrained  by  Taft-Hartley  and  Landrum- 
(iriffin  laws  from  picketing  and  boycotting  to  drive  w’ork  to  electrical  contractors,  the  union 
chief  said  contractors  coukl  no  longer  expect  that  sort  of  help  from  the  union.  However,  the 
union  would  join  with  contractors  in  training  skilled  manpower  whose  services  it  was  up  to 
the  contractors  to  sell. 

T«m)1s  of  all  kimls,  from  screwdrivers  up  to  helicopters,  were  the  real  feature  of  the 
sixth  national  electrical  ex|xisition  staged  by  NECA  in  conjunction  with  its  convention. 

With  excellent  convention  facilities  at  Las  Vegas  convention  center,  the  exposition  had  some 
‘J(iO  exhibits,  which  were  viewed  by  the  some  5,000  contractors  and  their  wives  and  manufacturer 
and  distributor  guests  during  the  four-day  showing  Oct.  24-27. 

.Significant  progress  is  being  made  in  the  research  and  training  programs  ot  NECA  despite 
the  pre-eminent  concern  of  the  association  chapters  and  members  with  labor  relations.  This 
year’s  convention  showed  appreciable  gains  in  attendance  to  the  training  courses  offered  by 
.\E(;.\,  and  at  its  workshops  designed  for  a  faster  absorption  and  reception  of  some  phases  of 
its  ambitious  marketing  program. 

Warning  that  the  electric  heat  market  now  beginning  to  bloom  after  so  many  years  in  culti¬ 
vation  may  slip  from  the  hands  of  the  electrical  contracting  industry  into  that  of  the  heat¬ 
ing  and  air  conditioning  industry  is  contained  in  many  recent  events.  Not  only  was  this 
voiced  at  the  NE(^.\  convention,  but  echoes  from  conventions  of  heating,  refrigeration  and  air 
conditioning  engineers  in  Los  .Angeles  and  elsewhere  indicate  the  interest  these  others  are 
taking  in  junqiing  from  fuel  sources  to  electricity  as  the  public  interest  in  electric  heat 
develops. 

\  prole's!  to  the  Antitrust  Division  of  the  I'.  S.  Department  of  Justice  was  maile  by  the 
Lhapter  Officers  (Conference  of  National  Industrial  Service  .Assn,  at  a  meeting  in  Coronado 
()(t.  15  against  the  encroachment  of  General  Electric  and  Westinghouse  companies  into  the 
electrical  apparatus  service  industry.  Back  in  1919  similar  protest  was  made  to  .Antitrust 
and  both  manufacturers  advised  the  Department  of  Justice  that  there  was  no  inclination  to 
conduct  an  expansive  program  in  the  motor  repair  field.  NIS.A  claims  that  after  seven  years 
these  promises  have  been  disregarded  and  a  big  program  has  gone  ahead  to  build  up  their 
service  shojjs  and  establish  new’  ones  in  many  service  areas. 

.Awards  to  residential,  commcTcial  electric  heating  contractors  and  retail  appliance  sales¬ 
men  and  appliance  and  electronics  service  shops  have  been  set  up  by  the  Snake  River  Valley 
Electrical  .Assn.  They  are  known  as  "1960  awards.”  In  most  instances  first  place  in  each 
category  will  be  a  $100  purse  ami  a  plaque,  second  place  $50  and  third  place  a  plaque.  En¬ 
tries  must  be  in  before  Feb.  3,  1961,  and  winners  will  be  given  the  awards  Feb.  II  at  the 
annual  electrical  conference.  Awards  will  be  based  on  quality  of  work,  the  sale  of  wiring 
over  and  above  originally  planned,  facilities  for  expansion,  quality  and  type  of  lighting. 
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I  he  electric  heat  awaixls  will  go  to  contractors  making  the  most  sales  ol  huilt-in  hathrcxmi 
heaters.  Retail  appliance  awards  will  go  to  salesmen  making  the  most  |x)ints  in  selling  major 
appliances.  Service  awards  will  go  to  firms  doing  the  best  job  in  promoting  new  business, 
repeat  business  and  improving  t  ustomer  service. 

Pn>test  to  the  Clalifornia  Public  Utilitic's  Cximmi.vsion  over  its  ruling  that  builders  ol 
new  homes  must  virtually  rcxpiire  gas  appliances  il  gas  is  to  be  furnished  even  for  heating 
alone  has  been  made  by  Sacramento  Valley  Electrical  League.  I  he  protest  has  likewise  been 
made  to  Pacific  Gas  and  Electric  Co.,  which  serves  gas  in  that  area.  Builders  who  install 
only  gas  heating  must  pay  the  gas  utility  $42  for  every  house  for  its  gas  line.  By  putting 
in  gas  water  heating,  this  is  reduced  to  $18.  Only  if  a  gas  range  is  added  is  (he  service 
supplied  without  penalty. 


From  the  Desk  of  Frank  M.  Warren,  Prc“sidem 
Northwest  Electric  Light  Sc  Power  Assn. 

1  have  accepted  the  presidency  of  NELPA  with  the  realization  that  there  are  many  facets  of 
association  activities  that  are  carried  out  during  the  course  of  a  year.  It  will  require 
the  assistance  and  cooperation  of  many  people  to  effectively  discharge  the  responsibilities 
that  lie  ahead.  We  will  be  calling  on  many  industry  friends  for  their  assistance.  Any  sug¬ 
gestions  or  advice  that  you  may  offer  for  the  improvement  of  the  industry  and  the  asscMiation 
will  be  much  appreciated. 

Other  officers  elected  at  NELPA’s  53rd  annual  meeting  held  recently  at  Glacier  Park  are: 
Olin  H.  Ririe,  assistant  to  the  president.  Utah  Power  &:  Light  Go.;  R.  F.  Plymire,  vice  pres¬ 
ident,  Puget  Sound  Power  &  Light  Co.;  and  Claude  Kingsbury,  district  manager  of  Ohio  Brass 
(>o.— each  to  a  position  of  vice  president;  and  T.  W.  Fryou,  treasurer  of  Portland  (ieneral 
Electric  Cat.,  as  NELP.A  treasurer.  These  men  with  myself  and  George  Brunzell,  immediate  past 
president  of  NELPA.  constitute  the  executive  committee. 

Unanimously  eleited  honorary  life  member  at  NELP.\’s  annual  meeting  for  their  meritorious 
service  to  the  electrical  industry  and  to  the  association,  were  the  following  NELP.A  members; 

C.  Arnott,  B.  C.  Electric  Co.;  Don  Runyard  and  Art  Leavitt,  California  Oregon  Power  C^o.; 

H.  M.  Jones  and  L.  W.  Brainard,  Idaho  Power  Co.;  C.  J.  Bums  and  T.  L.  Doran,  .Montana  Power 
Cx).;  Clause  R.  Groth,  (ieorge  F.  Mackenzie  and  Ellis  Van  .\tta.  Pacific  Power  &  Light  Co.; 

H.  Norman  Miller,  Westinghouse  Electric  Corp.;  Joe  Platt  of  Joseph  C.  Platt  C,o.,  Joseph  C. 
Picatti  of  Picatti  Bros.;  and  Charles  H.  Cutter  of  Federal  Pacific  Electric  (]o.,  n«)w  with 
.Schwager-^V^ood  Co. 

.At  a  NELPA  board  meeting  held  Oct.  12,  a  motion  was  wholeheateilly  sup|x)rted  urging 
member  companies  to  use  Electrical  West’s  proposed  series  of  articles  on  the  ABC^s  of  the 
American  Economic  System.  This  will  be  a  series  of  one-page  articles  to  be  prepared  through 
Electrical  West,  which  will  be  made  available  ftn  use  by  individual  companies  for  their  house 
organs  and  for  other  uses. 

1  he  follow'ing  company  members  have  recently  joined  NELP.A,  and  it  is  a  pleasure  to  bid 
them  welcome;  Chase  Manhattan  Bank,  Harry  S.  Craver,  vice  president.  New  V’ork  City;  First 
National  Bank  of  Oregon,  H.  P.  Dolson,  vice  president,  Portlaiul,  Ore.;  First  National  (;ity  Bank 
of  New  York,  Edward  B.  White,  vice  president.  New  York  Caty;  Irving  Trust  Ck).,  John  F. 
Childs,  vice  prc*sident.  New  York  City;  Marine  Midland  Trust  (a),  of  New  York,  (aotker  Nevin, 
vice  president.  New  York  City;  Power  City  Constmetion  Sc  Equipment  Co.,  Roy  F.  Johnson, 
president,  .Spokane,  Wash.;  Seattle  First  National  Bank— S|M>kane  &  Eastern  Branch,  Cdiarles 
H.  Parks,  executive  vice  president,  Spokane;  Tyee  Construction  Co.,  E.  B.  Sargent,  presi 
dent,  Mercer  Island,  W'ash. 

Challenge  of  the  ’tiOs  is  the  theme  established  at  our  recent  annual  meeting.  The  Presidents’ 
Panel  discussed  several  of  these  challenges,  ranging  from  load  building  to  financing.  With 
the  help  of  the  other  NELPA  officers  and  section  chairmen,  it  is  my  hope  that  some  of  the 
answers  to  these  challenges  may  be  found  through  assmiation  activities  during  the  next  year 
through  cooperation  and  exchange  of  ideas  at  the  several  NFT.PA  meetings  to  be  held. 
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Only  Simplex  C-L-X . . . 
the  Completely  Sealed 
Cable  System ...  is  Built 
for  Torturous  Conditions 
Like  This 


The  cable  you  see  here  is  not  interlocked  armor.  It  is 
Simplex’  new  C-L-X  .  .  .  the  completely  sealed  cable 
system. 

•  Completely  sealed  against  liquids  and  ga.ses. 

•  Protected  against  mechanical  damage  by  a  continuous, 
corrugated  metallic  sheath. 

•  As  pliable  as  umsheathed  cable  because  of  its  corrugated 
design. 

•  Needs  no  separate  duct  or  conduit  in  any  environment. 

•  Nonferrous  sheaths  can  be  designed  to  function  as 
grounds  or  .shielding. 

Simplex  C-L-X  is  impervious  to  liquids  and  ga.ses,  is  re- 
.sistant  to  all  forms  of  mechanical  damage,  and  is  as  pliable 
as  unsheathed  cable. 

Available  with  sheaths  of  steel,  aluminum,  chopper  or 
bronze,  and  with  or  without  outer  plastic  jacketing. 
Simplex  C-L-X  provides  the  ideal  solution  for  almost  any 
irustallation,  particularly  those  in  which  cable  life  is  limited 
by  severe  ambient  conditions. 

Write  today  for  illustrated  brochure  containing  application 
and  engineering  information. 


Cambridge,  Mass.  •  Newington,  N.  H, 


Simplex  C-L-X  combines  cable  and  duct  in  one  integrated  system.  Metal,  in  the 
form  of  a  continuous  flat  strip,  is  formed  into  a  welded  tube  around  the  insulated 
cable.  The  metal  tube  is  then  corrugated  to  form  Simplex  f%L-X. 


•  I 


192  L-M  Mercury  Luminaires  Turn 
I  Night  Into  Day  On  "The  Strijp^^ 
At  Colorful  Las  Vegas  1 


L-M  Mercury  luminaires  are  spaced  at  intervals  of  100  to  135  feet  along  both 
sides  of  the  famous  2/'2-mile  Strip  at  Nevada’s  famous  resort  town  The  Clark 
County  Highway  commission  selected  mercury,  rather  than  fluorescent,  because 
its  output  is  not  appreciably  affected  by  the  high  nighttime  temperatures  Also 
the  smaller  surface  of  the  mercury  units  offers  less  resistance  to  winds  than  do 
the  larger  fluorescents  Luminaires  are  on  30  loot  Union  Metal  aluminum  poles, 
with  12-loot  brackets  Installation  was  by  Bongberg  &  Wehrheim,  Las  Vegas 
electrical  contractors,  and  equipment  was  purchased  from  Standard  Wholesale 
Supply  Co  of  Las  Vegas  Southern  Nevada  Power  Company  supplies  power 
through  its  transformers  and  controls 


While  the  smooth  black-top  highwoy  of  The  Strip  provides  eosy  riding,  it 
absorbs  lots  of  light  The  excellent  Ovalite  optical  system,  utilizing  400  watt, 
21,000  lumen  lamps,  solves  this  problem,  however,  and  provides  high  light  out¬ 
put  per  dollar — 1  6  footcandles  on  the  street  when  new,  1  2  footcandles  main¬ 
tained  This  superior  illumination,  increasing  sofety  on  this  heavily  traveled 
highway,  can  be  seen  for  miles  in  the  clear  Las  Vegas  air 


Have  You  A  Lighting 
Problem?  Let  Us  Help 


JC««Y  COIOW 


Ask  the  L-M  Field  Engineer  or  Lighting  Engineer  about 
the  broad  line  of  products  made  by  Line  Material,  leading 
manufacturer  of  outdoor  lighting  equipment.  Also  ask 
about  L-M  Lighting  Application  Engineering  Service.  We 
can  solve  any  outdoor  lighting  problem.  Call  the  nearest 
L-M  office;  or  write  Line  Material  Industries,  Milwaukee 
1,  Wisconsin.  In  Canada;  CLM  Industries,  McGraw- 
Edison  (Canada)  Limited,  Toronto  13,  Canada. 


County  Engineer  George  Monahan  (left,  on  trucki  particularly  liked  L-M's 
"Service-safe"  feature,  which  disconnects  the  lamp  socket  when  assemblies  are 
swung  down  for  service  This  is  particularly  desirable  when  handling  the  high 
voltoge  inherent  in  series  systems 


0  LINE  MATERIArindusfries 


Outdoor  Llqkt'lMu:| 


WESTERN  SALES  OFFICES; 

PHOENIX  •  SACRAMENTO  •  SEATTLE  •  SPOKANE  •  BUHE  •  LOS  ANGELES 
SALT  LAKE  CITY  •  SAN  FRANCISCO  •  VISALIA  •  ANCHORAGE.  ALASKA 


BOISE 


DENVER 

PORTLAND 


